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SERIAL 


CONFIGURATION 


The Super I/O Card has two standard serial 
can be used to connect the PC-AT to a seria 
mouse, or other device which use an RS-232C 


SELECTION OF SERIAL 0 ADDRESS 
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PORT ADDRESS 


3F8 - 3FF 


3E8 - 3EF 



SELECTION OF SERIAL 1 ADDRESS 


I/O PORT ADDRESS 

2 2F8 - 2FF 

3 2E8 - 2EF 


COM 


COM 2 


COM 4 


ENABLE OR DISABLE SERIAL 0 


2 ENABLE 

3 DISABLE 


ENABLE OR DISABLE SERIAL 1 


1- 2 ENABLE 

2- 3 DISABLE 
















































